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EXHIBIT NO. a T0 eta N0. HF-CT-691, Customer 3 FOIAb3b 


FROM. Saird<Atiminh Inc CUNTRACTGR WARRANTS PRICES CONFORM TG THE w 
ehenrnaeroe. * PRICE FORMULA IN EFFECT ON THE SAT OF THIS a4 3/25/60 
0 i PRICES ARE FA'R ANS REASGNABLE: THIS ‘iano 
; HEREBY APPROVED iN THE AMOUNT OF § # APR 1960 
FOIAb3b - 


ITED { QUAN 
PART NO, NOMENCLATURE TITY|UNIT PRICH# TOTAL | REMARKS 
: E 


10634-481 Dome Mount Assy 70.93 | 3, 546.50 FOIAb3b 
10634-600 Pawl & Plate Assy 21.76 | 1,088, 00 
10634-601 Bubble Shelf Leveling Mech, 2, 125.50 
10634-464 Compining Glass & Support 1, 844, 00 
10634-492 Tee Drive, Averager Support| 
& Microswitch Cover & Ass 
Counter Box Assy w/counter 
Lower Hsg.w/ Window & Cap 
Viewer Main Hsg. w/ Desicca 


6, 572.50 
1, 300.50 
1, 730.50 


}, |10634-602 


2, 323,00 
1, 076.50 
1,025.50 


167.50 


& Cover 
New Lighting Switch 
New Control Cables 


New Mounting Brackets 


10332. 3 
10501-159P1, 2, 3 
10878-288 
10878-289 


10684-585 Protective Cover 1, 379. 00 
10634-405 Watch Clip 423.50 
10632-80 Wiring Harness 806. 00 


10005,10 Nameplate, Thermostat, 
Filter and Rack Pin 

Light Sockets 

Gaskets & ''0"' Rings 

Installation Kits 


1, 079.00 
594,50 
588. 00 

2, 345.50 


poke ens 08 


10231-26P1, 2, 3 


10878-200 - 
10005-5 


PRESERVATION, PACKING : 


~™ « 
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FOIAb3b 
APPROVED PRODUCTION LIST NO. TO CONTRACT NO.__HF-CT-691, Cus 
FROM [A FOIADSD  pppaoven 4 -/4 -GO _ sicned 
10____Baird-Atomic, Inc. __* __PREPARED_25 March 1960 SIGNED 


10634-481 70.93 3, 546.50 


10634-600 21.76 | 1,088.00 
10634-601 Bubble Shelf Leveling Mech, 42.51 | 2,125.50 
10634-464 | ombining Glass & Support 36, 88 1, 844.00 


10634-492 ee Drive, Averager Support 


and|Microswitch Cover & Assy 131,45 -6, 572.50 
10634-483 ounter Box Assy with counte} 26,01 1, 300, 50 
10403-94 ower Hsg.w/ Window & Cap 229.39 111, 469.50 
10403-75 34,61 1, 730.50 


10634-602 


46. 46 
21.53 
2i.51 


S699 


2, 323.00 
1 O76250 
1, 025,50 


167.50 — 


27.58 
50 8.47 
16, 12 


1, 379.00 
423.50 
806. 00 


firing Harness 
Nameplate, Thermostat, 


Filter and Rack Pin 21.58 1,079.00 
11,89 594, 50 

askets & ''0'' Rings Lig 76 588. 00 
installation Kits 46.91 2, 345.50 


S829. 70 S47, 485.00 
PRESERVATION, PACKING : DELIVERY COMPLETED BY: 25 July 1960 
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